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ABSTRACT 


A 1/7 scale model of a Navy F/A-18 forebody was built and tested in 
the Naval Postgraduate School Aeronautics Department Windtumnel to determine 
and measure the airflow total pressure distribution at the two engine inlet 
faces. The lower nose of this scaled model was then modified to incorporate 
a photographic reconnaissance window pallet, capable of holding two camera 
sensors within the existing gun bay. The model was retested using the same 
pressure measurement parameters and compared with the base aircraft test 
run to determine the airflow changes entering the engine inlets caused by 
this nose modification. Tufting was used on the model in each case to facili- 
tate flow visualization observations and photography. Тһе results of this 
investigation show that the pallet design tested caused no change in the 


airflow entering the engine intake ducts at low aircraft airspeeds. 
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1. INTRODUCTION 


A. BACKGROUND 

For many years, the need for and importance of a tactical photographic 
reconnaissance aircraft has been well known to aviation operational com- 
manders throughout the Navy. Since the decommissioning of the RF-8G 
Crusader Aircraft in 1981, this photographic reconnaissance mission has 
been fulfilled by the F-14 TARPS (Tactical Air Reconnaissance Pod System) 
program. This system incorporates an F-14 fuselage-mounted, streamlined 
window pod with camera sensors installed in it's interior. Те TARPS pro- 
gram is a satisfactory interim solution to the Navy's reconnaissance 
requirements until a long term photographic reconnaissance platform is 
developed for Naval Aviation use. 

The Navy's new F/A-18 Hornet is a prime candidate to fulfill these 
future photographic reconnaissance needs of the Navy. Detailed design 
studies to determine an RF/A-18 configuration compatible with the Navy's 
reconnaissance requirements have been in process for several year's at both 
the MeDonnell-Douglas Aircraft Company (MCAIR) and at the Naval Air Devel- 
opment Center (МАРС). MCAIR is the prime contractor for the F/A-18 Air- 
craft with headquarters in St. Louis, Missouri, and NADC is a Naval Research 
Field Laboratory in Warminster, Pennsylvania. One of the most promising 
designs resulting from these studies consists of the installation of two 
camera sensor stations in the F/A-18 nose and the incorporation of optical 
and/or infrared windows into the lower moldline |Ref. 1]. An investig- 
ation into the airflow characteristics of this design was the goal of this 


report. 





В. PURPOSE OF THIS INVESTIGATION 

Any modification to the existing F/A-18 Aircraft structure could 
have a possible impact on the propulsion/aerodynamic performance of the 
aircraft [Ref. 2]. One such possible impact could be the altering of the 
mass flow rate and total pressure distribution of air into the two engine 
inlets. 

The purpose of this investigation was to determine if the proposed 
nose modification would change or alter the amoınt and distribution of 
air flowing through the engine inlet face. To this end, a 14.2% scaled 
forebody model of the F/A-18 was built and tested in the Naval Postgraduate 
School Aeronautical Engineering Department Windtumnel. The reconnais- 
sance design modification was then incorporated on to the nose of the 
model and retested. Measurements of the engine airflow in each case were 


taken and compared to determine if any airflow change existed. 
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II. NATURE OF THE PROBLEM 


A. BACKGROUND 

The F/A-18 currently in production by MCAIR is capable of perform- 
ing both the Fighter and Attack missions of the United States Navy. Ш 
order to additionally perform the photographic reconnaissance mission, 
camera sensors must be installed on or in the aircraft. These camera 
sensors would require viewing windows for target coverage. 

The gun bay located on the Е/А-18 nose barrel offers a ready-made, 
though not quite large enough cavity in which to mount camera sensors 
when the gun is removed (Fig. 1). То gain the additional space needed 
and to provide the necessary viewing windows, a modification to the existing 
structure of the F/A-18 nose lower moldline is required [Ref. 3]. The 
major factors which influence this lower moldline configuration are: 

1. Camera sensor physical size and shape. 
2. Camera sensor lateral viewing and window requirements. 


3. Moldline cmtour effects on propulsion (engine inlets) and aerodynamics. 


В. RECONNAISSANCE SENSORS IMPACT ON NOSE GEOMETRY 
The reconnaissance camera sensor complement for the RF/A-18 was 
determined from mission capability requirements to be 'Bef. "E 
1. AAD-5 infrared reconnaissance set 
KA-78 low altitude panoramic camera 
КА-99 medium altitude panoramic camera 


2 
E 
+. KA-100 high altitude panoramic camera 
5. KS-127E Stand -off camera 


ШІ 





It was also determined that two sensor stations were required to 
provide the necessary mission related sensor combinations. The sensors 
used to establish the volumetric and optical requirements for the 
RF/A-18 were the KS-127 stand-off camera and the KA-99/100 medium and 
high altitude panoramic cameras. These were chosen because they are the 
largest of the necessary sensors with the KS-127 camera being 56.5 
inches in height and the KA-99/100 being 3.3 inches in height [Вег. 5 | 
The physical size and shape of these cameras were found to slightly 
exceed the volumetric height of the existing gun bay by 2 inches, which 
was the driving force in determining the need for a lower nose moldline 
drop of 3 inches. A design capable of holding these two cameras will 
hold any combination of the five sensors. 

The installation of two sensor stations in the F/A-18 nose also 
requires the incorporation of optical and/or infrared windows. Panor- 
amic camera requirements dictate inclusion of side and lower windows for 
target viewing coverage. Many segmented window arrangements and mold- 
line shapes have been evaluated by MCAIR in recent years [Ref. 6]. ‘hese 
have ranged from a simple two segment "V" to a six segment arrange- 
ment closely following the original fuselage contours. The design select- 
ed for investigation in this report (Fig. 2) was a promising configuration 
which included two sensor stations in the nose, two three segment sensor 
windows, lower moldline of nose dropped 3 inches, bottom flat on nose 
11.2 inches wide, aircraft nose length unchanged, and side window flat 
angles of 54 degrees. The following sections discuss the rationale that 


determined the lower moldline contour. 
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1. Window and Camera Requirements 
The photographic requirements for the RF/A-18 dictate the use of 


multiple sensors with varying characteristics (дег. i. sensors that pro- 
vide imagery from the vertical to near horizontal plane are needed for 
downlooking and sidelooking photographic coverage. A camera system which. 
includes a short focal length and small aperture lens will provide this 
capability and achieve acceptable resolution, with a resonable image scale, 
at low altitude. Systems with longer focal lengths and larger apertures 
are needed for the medium and high altitude portions of the flight enve- 
lope. The resolution and minimm range requirements for standoff coverage 
requires a system with a lens of even larger focal length and aperture 
size that can be pointed to various side depression angles, including 
those near the horizontal. A segmented window assembly with large side 
window panes is required to achieve these coverage capabilities (Fig. 3). 
These side windows must be coupled with a window assembly in the bottom 
of the sensor bay used for vertical photography. 

The quality of sensor imagery is affected in several ways by the 
different characteristics of its window. Bright light rays have a hign 
probability of entering the side panes and reflecting from the other 
panes into the field of view of the lens. This reflective effect is larg- 
est when the side panes are at a steep angle (Fig. +). Contoured windows 
can deform the optical wavefront entering the lens aperture thereby requir- 
ing the use of flat windows. Photographs taken through seams on the 
window frame can block out portions of the image. Photographs taken 
through the seam separating the side and bottom window panes can cause an 
optical phase difference and angular error in the photographs because 
of the difference in optical path length (Fig. 5). 
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The impact of these effects on photo imaging depends on the 
geometric relationship between the camera lens aperture size and 
pointing angle, and the window characteristics such as glass thick- 
ness, seam thickness, and edge mating angles. Therefore, the photo 
image loss can be minimized for a specific sensor by optimizing the seam 
location, angle between the window panes, aperture size, and sensor 
installed location. The design window pallet studied in this report 
is a general configuration and arrangement considered to have optimized 


all of the aforementioned characteristics. 


С. NOSE GEOMETRY IMPACT ON PROPULSION/AERODYNAMICS 
1. Propulsion Compatibility 

The impact of nose contour on the propulsion performance of the 
aircraft was the major design factor considered in this investigation. 
Smooth, trouble-free engine operation requires that certain total pres- 
sure levels of air be supplied to the engine face. Quality inlet flow- 
fields are obtained through good boundary layer control and minimal total 
pressure distortion level along the forebody of the aircraft. Total pres- 
sure distortion is a measure of the deviation from uniform, constant 
total pressure airflow. Premature boundary layer separation and/or 
excessive inlet flowfield distortion levels degrade the quality of air 
entering the inlets and hinders smooth engine operation. 

The nose geometry design of the F/A-18 producti aircraft must 
be such that adequate total pressure levels of air enter the FuOU-GE-400 
turbofan engine inlets throughout the aircraft's entire flight regime. 


Selection of a suitable reconnaissance nose contour is therefore dictated 
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by the need to supply this same adequate flowfield into the engine 
inlets. 

By properly utilizing the testing capabilities of the Naval 
Postgrauduate School Aeronautics Department Windtunnel, accurate measure- 
ments of the total air pressure entering the engine inlets of a model 
aircraft could be made. A scaled replica of the baseline production 
F/A-18 aircraft forebody was constructed, tested and then modified with 
the subject reconnaissance window pallet and retested. Comparison of 
the two tests can be used to gain a general insight into the magnitude of 
the effects of the design modification on the total pressure dis- 
tribution at the engine inlet faces. 

2. Aerodynamic-Optical Considerations 

Minimizing the reconnaissance window pallet's deviation from 
the basic nose barrel shape is desirable from the standpoint of local 
flowfield properties as well as aerodynamic drag and stability consider- 
ations. On a reconnaissance modified F/A-18, a recompression shock wave 
is expected to be generated on the forward portion of the window pallet at 
Mach numbers of around .8 and higher [Bef. 8]. Such a shock would occur 
on any flat plate area due to a tendency towards a supersonic expansion 
around the leading edge of the flat plate area (Fig. 6). However, minin- 
izing the depth of the window pallet will minimize the shock strength. This 
would provide the least possible distortion in the local airflow field 
through which the camera sensors must look. 

То insure good aero optical qualities in the flowfield sur- 
rounding the sensor windows, the reconnaissance pallet blends à smoothly 
sloping forward window ramp into the existing nose barrel. ‘This minimizes 


the effect of the flat plate area on flow field distortion by producing 
15 





а меакег shock. This forward window гашр сап also act as a forward look- 


ing camera port. 


111. EQUIPMENT 


A. WINDTUNNEL 

The wind tunnel at the Naval Postgraduate School used for this 
testing program is a West Coast Research Company built, vertical, 
closed circuit, single return wind tunnel with an octagonal, closed 
jet test section [Ref. 9]. Te test section is 3.5 feet high by 5.0 
feet wide by 8.0 feet long. ‘The overall dimensions of the entire wind 
tunnel are 11.5 feet X 38 feet X 65.5 feet (Fig's 7,8). 

The power section of the tunnel comprises a 150 horsepower electric 
motor coupled to a four bladed variable pitch fan by a eonstant speed 


Curtis Wright transmission. 
Directly downstream of the fan is located a set of + stator blades, 


commonly called the flow straightener. The flow straightener removes 
the twist imported by the fan thus reducing the losses and turbulence 
which would otherwise occur. 

Turning vanes are used in the bend at the first and each corner of 
the tunnel in order to turn the flow of air. Additionally they minimize 
the loss of kinetic energy of the air due to turning which would manifest 
itself as a loss in pressure. ‘These vanes are precisely oriented so that 
air flow separation does not occur at the leading edges. 

The air continues flowing through the ducting, a large portion of 


wnich is used to diffuse the air. The return passage serves this purpose 
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in addition to completing the circuit and ultimately returning the 
air to the test section. 

The flow continues through two more sets of turning vanes at the 
corners and then into the settling chamber. Here, the cross sectional 
area of the tumnel is the greatest, hence the velocity is the least. 

The larger the cross sectional area of the settling chamber compared 
with that of the test section, the greater will be the probability of low 
turbulence in the test section. This tunnel has a 7 to | settling 
chamber to test section ratio. 

After the settling chamber, the air flows into the contraction cone 
whose principle function is to accelerate the low speed air to the vel- 
ocity required in the test section. In addition, because of its cont- ` 
inually decreasing cross section, the contraction coe tends to produce 
a more uniform distribution of velocity in the test secticn. 

The air then flows into the test section which is of octogonal 
design. Each side of the test section consists of hinged doors upon 
which plate glass windows are installed. This permits easy access into 
the tunnel and wicbstructed viewing of the test model during tunnel 
operation. This test section, like that of most low speed tumels, oper- 
ates at atmospheric pressure. Since the air flow velocity is greatest 
here, the pressure is lowest, which means that the pressure everywhere 
else in the circuit is above atmospheric. Consequently, some leakage will 
occur through the duct walls since it is virtually impossible to make the 
tunnel airtight. If nothing were done to correct for this, the pressure 
in the test section would drop below atmospheric, resulting in leakage 


into the tunnel at this critical point. For this reason a breather slot 
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is installed immediately downstream of the test section. This slot, 1 
inch wide and extending the full length of each side, allows air to 
flow into the circuit to make up leakage losses and insures that the 
test section remains at a uniform pressure. 

The diffuser of the tunnel is a gradually widening duct downstream of 
the test section, providing for the efficient conversion of the kinetic 
energy of the air into pressure energy. ‘Thus it serves to prevent 
excessive friction losses due to high flow velocities. Although most 
of the ducting in the tunnel serves to diffuse the air, the term 
"diffuser" is commonly applied only to that part of the circuit sit- 
uated between the test section and the first corner. Within the diffuser 
of this windtumel are four splitter vanes to help direct and straigh- 
ten the flow. Also in this diffuser is a protective screen construct- 
ed of heavy wire. Тһе sole purpose and function of this screen is to 
protect the turning vanes and fan from damage should there be a model 
or mount failure. 

Located on the wall of the settling chamber is a temperature gauge 
wnich is connected to a thermocouple extending into the tumel. This 
gauge indicates the local temperature in the settling chamber in degrees 
Fahrenheit. 

static pressure taps are placed at two sections of the wind tunnel 
sufficiently far forward of the test section so that pressure changes 
induced by the model are negligible. There are 4 static piezometer taps, 
Situated 1 on each wall, at a section of the settling chamber just down- 
stream of the turning vanes and + more at a section in the contraction 


cone near the test section. 
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This windtunnel operates with the test section static pressure at 
local ambient and has a maximm velocity of 175 Knots. The tunnel 


turbulence factor is 1.35. 


B. MODEL 

The size, construction, and dimensions of this 14.2% model (Fig's 9-20) 
were dictated by the wind tunnel in which it was to be tested. Since all 
data desired concerned the lower front portion of the aircraft, only the 
forward half of the aircraft was modeled and constructed. This allowed 
the highest Reynolds number possible for testing in the 3.5 foot X 5 foot 
test section. The model Reynolds number based on wing root cord is 3.5 
midion. 

Тре model was constructed of Jelutong wood, a medium hard wood used 
frequently by professional model builders because of its hardness qualit- 
les, workability and maintainability. Scaled drawings were made with 
dimensions taken from the F/A-18 Aircraft Weight and Balance Manual. 
These drawings were then used as male templates by the model builder to 
construct the model. 

A black pigmented lacquer was used as a finish on the model because 
of its smoothness qualities. Four coats were applied and sanded using 
progressively finer waterproof sandpaper. 

The model was assembled on a plate mount of the same type to be used 
in the wind tunnel test section. Since the bottom of the aircraft was to 
be the area considered for testing, the model was built to be attached to 


the test section floor mount upside down. This allowed for uninterrupted 
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airflow along the belly. The mount was centered and fastened through the 
top portion of the aircraft. 

1 3/4 inch tufts of white 2-ply cotton thread were used as the 
flow visualization apparatus for this experiment. A tufting board 
was used to attach the tufts at 1 inch intervals along strips of 3/4 
inch Scotch transparent cellophane tape. These tufting strips were 
then applied to the model at 3 inch intervals along the entire length 


of the model. 


C. RECONNAISSANCE WINDOW PALLET 

The window pallet was constructed of standard professional model- 
ling clay and was built directly on the modelaircraft (Fig. 21). It 
too was a 14.2% scaled replica of the pallet being considered by MCAIR 
and NADC for the RF/A-18 Aircraft. The contour of the pallet and its 
effect on the airflow of the aircraft's forebody and engine inlets are 
the subject of this report. The pallet's exterior dimensions were used 
to reproduce a duplicate, in scaled form, of the design modificatim 
consisting of a three inch lower moldline drop with a bottom window flat 
width of 11.2 inches and side window flats angled 54 degrees from the 


Ror zontal. 


D. TURBULENCE SPHERE 

To determine the Tunnel Turbulence Factor shown calculated in 
Appendix B, a 6 7/8 inch diameter turbulence sphere was used @ig. 22). 
This sphere has 20 pressure taps located on its surface. These taps are 
connected, via 1/8 inch flexible plastic tubing, to a manometer board used 
in measuring pressure differences. One orifice is located at the forward 
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stagnation point. Four other orifices are located 22 1/2 degrees off 
the longitudinal axis near the rear of the sphere. These four taps are 
connected together to yield an average base pressure. The pressure dif- 


ference is measured between the forward and rear taps of the sphere. 


ТОТ TUBE 

То determine the Tunnel Calibration Factor shown calculated in 
Appendix A, a pitot static L-probe was used as the air data collector 
(Fig. 23). The opening in the front of the probe senses the stag- 
nation pressure, while the small holes around the outer periphery of 
the tube sense the static pressure [Ref. 10]. This pitot tube was 
connected via 3/8 inch flexible tubing to a manometer board for pres- 


sure measurements. 


Е. INTAKE PRESSURE PROBES 
Fach engine inlet face of the 1/7 scale model was mounted with six 


basic total pressure probes constructed of 1/8 inch metal tubing (Fig. 2^4). 


In each instance the opening in the probe is oriented parallel to the 
air flow. These inlet pressure probes were connected via 1/8 inch flex- 


ible plastic tubing to a manometer board and measured total pressure. 


G. MANOMETER BOARD 

A well-type manometer board scaled in inches and containing colored 
water was used in this investigation to measure all pressure data (Fig. 25). 
A water reservoir mounted on the manometer board supplied each manometer 


tube with identical water levels at atmospheric pressure. Individual 
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water colum's which were attached to pressure probes within the 
operating wind tunnel registered a displacement from the atmosphic 
pressure level. By measuring this displacement, pressure differentials 


were determined [Ref. 11]. 


IV. EXPERIMENTAL PROCEDURE 


The airflow condtitions that exist in the Naval Postgraduate School 
Aeronautics Department Windtunnel were examined to determine the tunnel 
calibration and tunnel turbulence factors. A calibrated L-type pitot 
tube, placed in the center of the unobstructed test section, measured 
the actual dynamic pressure of the tumnel throughout it's speed range. 

A graph of the pressure differential across the contraction cone (Ap) 
versus test section dynamic pressure (q) was generated from these measure- 
ments (Fig. 26). ‘The slope of the resulting curve determined the 

tumel calibration factor.. 

Next, a turbulence sphere was placed in the test section. The air- 
flow difference between the forward and rear pressures on the sphere 
were measured and then divided by the tunnel dynamic pressure and plotted 
against Reynolds number. Knowing experimentally that the drag coefficient 
of a sphere is 0.3 when Ap/q is 1.22 [Bef. 12] allowed the calculation of 
the tunnel critical Reynolds number. The tunnel turbulence factor was 
then found by dividing the critical Reynolds number of turbulent free air 
[Bef. 13] by the tunnel's critical Reynolds number (Fig. 27). 

After completing tunnel calibration, the 1/7 scale model was mount- 


ed into the test section. Wake and solid blockage calculations were 
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made, and the model tested at tne tunnel's highest airflow speed of 175 
knots. Engine inlet air pressure was measured within the model aircraft's 
angle of attack range of +15 degrees to -20 degrees by the use of pressure 
taps arranged on the inside perimeter of the inlet face (Fig. 24) and 
attached to a manometer board. Тһе model was tufted and photographed to 
allow flow visualization observations. Upon completion of data collect- 
ion a graph of the mean and standard deviation of total engine inlet 
pressure versus angle of attack was generated. Tunnel dynamic pressure 
versus angle of attack was also plotted. 

Next, the photographic reconnaissance window pallet modification 
was built on the model and tufted. This modified model was put through 
the same test as the baseline model with measurements again recorded at 
a tunnel speed of 175 Knots and at an angle of attack range of +15 degrees 
Со -20 degrees. Photograph's were also taken again for flow visualiza- 
tion comparisons (Fig.'s 28-33). Finally, graphs of tunnel dynamic pres- 
sure versus angle of attack, and of total engine inlet pressure versus 
angle of attack were plotted for comparison with the base aircraft model 
гл. The goal of this procedure was to determine if the airflow entering 


the engine inlets was changed or diverted because of nose modification. 
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V. RESULTS 


А. TUNNEL CALIBRATION 

The tunnel calibration factor described in Appendix A is 1.0355 
(Fig. 26). The tunnel turbulence factor shown calculated in Appendix B 
I5 (Fig. 27). 


B. BASELINE AND MODIFIED MODEL PRESSURE MEASUREMENTS 

Engine inlet total pressure versus aircraft angle of attack results 
are graphed in Figure's 34 and 35 for both the baseline and modified 
model. Tunnel dynamic pressure versus aircraft angle of attack results 
for both models are graphed in Figure 36. Individual inlet pressure 


probe measurements are recorded in Figure's 37 and 38. 


C. FLOW VISUALIZATION COMPARISONS 

Characteristics of the airflow over the F/A-18 model and it's modified 
RF/A-18 variant can be visualized by observing the white tufts against 
the black model forebody.  Photograph's of this at selected angle's of 
attack of +15, +12, 07 -87 -15% and -20 are shown in Figure's 28 
through 33. 
D. CALCULATIONS 

Tunnel calibration calculations can be found in Appendix A. 


Tunnel turbulence calculations can be found in Appendix B. All other 


formula's used and their results can be found in Appendix C. 
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VI. ANALYSIS 


A. TUNNEL CALIBRATION 

As described in detail in Appendix A, a tunnel calibration curve 
should be Linear and is obtained by plotting Ap versus as This 
tunnel calibration factor simply relates the test section velocity of 
any given wind tunnel to that of the free airstream. For the wind 
tunnel used in this investigation a very acceptable and linear cali- 
bration factor of 1.0355 was determined. 

The tumnel turbulence factor discussed in Appendix B is dependent 
on the wind tumel's design and construction. This factor changes slight- 
ly with tumnel speed but is nearly constant for each tunnel.  Turb- 
ulence factors range from 1.0 to 3.0 with a value of less that 1.4 requir- 
ed to obtain good test results. The calculated tunnel turbulence factor 
NES for the windtunnel used in this experiment is therefore consider- 


ed acceptable. 


B. MODEL PRESSURE MEASUREMENTS 
1. Total Engine Inlet Pressure vs. Angle of Attack 
The six individual probes mounted on the perimeter of each engine 
inlet (Fig. 24+) provided a measurement of the airflow pressure entering 
that inlet probe. The Mean and Standard Deviation of the 12 probe data 
measurements were calculated at each of the six selected angles of attack. 
The difference between atmospheric pressure and measure airflow pressure 


allowed the engine inlet pressure distribution to be determined. The 
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results of this(Fig's 34, 35) show a nearly exact duplication between 
the baseline aircraft engine inlet total pressure distribution and the 
reconnaissance modified aircraft inlet total pressure distribution. 
Furthermore, a detailed study of Figures 37 and 38 shows a 
very close correspondence of the pressure distributions, at each indiv- 
idual inlet probe, between the baseline and modified aircraft test runs. 
This confirms the similarity of engine inlet total pressure distrib- 
utions between these two aircraft models. 
2. Tunnel Dynamic Pressure vs. Angle of Attack 
The tunnel dynamic pressure, as measured by the piezometer 
taps in the contraction cone, give an indication of the tunnel vel- 
ocity. Any obstruction in the test section will alter the dynamic 
pressure and hence the velocity. ‘The dynamic pressure of the tunnel 
was measured and recorded during the baseline aircraft test runs. 
The same was accomplished throughout the modified aircraft runs. Ihe 
results of these data recordings (Fig. 36), indicate that there was no 
change in velocity between the baseline and modified aircraft. Since the 
model tested had an excellent testing Reynolds number of 3.5 x 10°, the 
data can be interperted to mean that the propose nose modification will 


have no effect on the F/A-18 Aircraft velocity in low speed flight. 


C. FLOW VISUALIZATION COMPARISONS 
No appreciable change in airflow over the forebody is observed 
between the baseline and modified aircraft at any of the angle's of 


attack photographed. 
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D. CATCULATIONS 

A minimm testing Reynolds number of 1,500,00 to 2,500,00 is desired 
in any wind tumnel test program to insure accurate findings [Ref. QR 
Actually there is little need to have more than 2,500,000 unless 
about 9,000,000 is attained [Ref. 15]. The Reynolds number of 3,5000,000 
for the test model used in this investigation is therefore considered 
excellent. 

Eu cseusesol a model in a test section reduces the flow area, 
and hence by Bernoulli's principle increases the velocity of the air 
through the test section. This increase in velocity is called "solid 
blocking". Additionally, any model will have a wake behind it caused 
by the detachment of the model's boundary layer. This wake causes an in- 
crease in the velocity of air around it. ‘The velocity increase here 
is called "wake blocking". "Total blockage " is the sum of the solid and 
wake blockage. In order to more closely correlate the airflow in the 
test section to that of the outside free airstream, a total blockage 
correction must be made to the test section measured ir, A total 
blockage correction factor of .01928 was calculated and applied in this 


experiment. 


Е. ANOMALOUS BEHAVIOR 

A noteworthy deviation in flow patterns occured during testing at 
an aircraft angle of attack setting of -15° (Fig. 44). Here, a large 
decrease in pressure was recorded at the outside pressure probe of each 


inlet (Fig. 24+). A clear cut reason for this occurrence is not known. 


However, a possible explaination was evaluated during test observations. 
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As the aircraft's angle of attack was decreased through the -12° and 
into the -15 range an increase in the vorticity of the flow was observed 
through use of tufts. It is believed that these flow vorticies were shed 
by the aircraft causing an excessive angular flow distortion from the 
centerline area of the aircraft outwards. This could prevent adequate 
pressure from reaching the probe. This occurrence was noted on both 
the baseline and modified aircraft, thereby not altering the com- 
parison conclusions. 

Possible causes of this vortex shedding could be, anomalies in 
test section airflow, model body coarseness resulting from the use of 


cellophane tape for tufting, or actual aircraft patterns. 
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VII. CONCLUSIONS AND RECOMMENDATIONS 


Analysis of the results of this investigation show that there 
is no significant change in the engine inlet total pressure dist- 
ribution. When a photographic reconnaissance window pallet of the 
design studied is incorporated on the lower nose moldline of the 
F/A-18 Aircraft (Fig.'s 34-35). Additionally, it was concluded that 
this nose modification does not alter the velocity of the aircraft 
in flight. (Fig. 36). Both of these conclusions are applicable only 
to the low speed flight regime of 175 Knots or less. 

The following recommendations are made: 

1. The Naval Air Development Center should utilize the readily 
available bank of Aeronautical Engineering thesis students and the 
Naval Postgraduate School Aeronautics Department Windtunnel testing 
capabilities to pursue this and other aeronautics related research. 

2. Further study and testing of the photographic reconnaissance 
window pallet lower moldline modification investigated in this report 
should be done. These tests could include local airflow angularity 
changes, total pressure distortion level measurements, flowfield 
measurements over a full RF/A-18 Aircraft model, effects of window 
pallet on sideslip, drag, lift, etc. 

3. Windtumel tests should be made with various size window pallet 
modifications. This could determine the maximm extent to which the 
nose lower moldline may deviate from the existing F/A-18 nose barrel 


shape before altering airflow characteristics. Larger reconnaissance 
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window pallets would benefit photo-imaging parameter such as viewing 


angles, mumber of sensor stations, and standoff range coverage. 





APPENDIX A: TUNNEL CALIBRATION FACTOR 


The conditions under which a model is windtunnel tested are not 
the same as those in free air. The important flow characteristics 
іп a low speed windtunnel are it's airflow distribution of dynamic, 
static, and total pressures, and its temperature and turbulence [Ref. 16]. 
A "tunnel calibration factor" can be determined which will more close- 
ly relate tumel airflow to free airstream flow. This calibration 
factor relates pressure differential measurements to test section 
velocity. Once the flow characteristics of the airstream are defined, 
the velocity and Reynolds number for a particular model may be com- 
puted. The following sections describe and determine the tunnel turb- 
ulence factor for the Naval Postgraduate School Aeronautics Department 
Windtunnel. 


A. THEORETICAL 

It is not practical to insert a pitot tube in the test section 
near a model. Its presence would interfere with the air flow around 
the model and lead to erroneous test results. Most wind tunnels 
resort to an indirect measurement of tunnel air speed. This is done 
by eorrelating the pressure change across the contraction cone to the 
velocity in the test section [Rer. ШЕ 

То ехашпе нёй the pressure change and velocity are related, the 
energy equation between the entrance to the contraction cone and the 


entrance to the test section must be written. Since the Naval Postgrad- 
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ate School Aeronautics Department 3.5 ft. X 5 ft. Windtunnel operates 
at relatively low speeds the equation for incompressible flow is valid 


(Fig. 39); z 


d Е 
Pi Vi 9 - а dr к th 
| + = iio e Sa E 
24: * с = 7 Age de ‚= 





А-1 
Changes in potential are neglected and no shaft work is involved bet- 
ween stations 1 and 2. ‘The last term, Пр: represents the losses in 
the contraction cone. By neglecting these losses, the ideal case is con- 


sidered. Rearranging the terms of eq. A-1 gives the pressure change. 
а 


an 
Mm = w“ a a = Ма V'i к 
Р fa. ERA ( Na. M )= ада 2.9 c. [1— p А an 
The continuity equation is now introduced; 


B^ А, V, = Ya^aVa ае 


fer ме constant 


Me eso. 
а А, 


Substituting eq. A-3 into eq. A-1 enables a solution for the ideal 
velocity at section two to be given in terms of the pressure change 


across the contraction cone and the tumnel area ratio. 


\/ ; = Age Ap. а 

À аа. | | AR 
аса 

This equation can also be squared and rearranged to obtain an ex- 


pression for the dynamic pressure. The dynamic pressure in the test 
section is normally referred to as the tumnel "4". The ideal q is 


ва 


— ө ы 





directly related to the measured pressure difference (Ap) and tunnel 


geometry бу (2 


е = м. АР —. A-5 
баа GO тра) 
F ПИШЕ Con Dun st. ( |БІР” №.) А-© 


For most tunnels the square of the area ratio is negligible. Thus the 
constant indicated in eq. A-6 is approximately unity. Note that eq. 
A-6 represents the ideal tunnel q. The actual q will be slightly dif- 
ferent due to the viscous and three-dimensional effects that were 
neglected in eq A-1. However, the expression indicates that the final 


calibration between Ap and q should essentially be linear. 


B. EXPERIMENTAL 

The actual tunnel q is measured with a calibrated pitot tune which 
is placed in the center of the test section. The difference petween the 
total and static pressure indicated by the pitot tube directly re- 


"presents the tunnel q. 
ж. 
= Бе 0 E, 
Fez 7 T> Sx 3. qc. — (ика А-1 





Piezometer rings, which have taps on all four walls of the tunnel, 
enable average pressure to be detected at stations one and two. Thus, 
Ap and true q can be measured by two differential micromanometers. A 
calibration curve is obtained by plotting Ap versus Gerne. In most 
cases this curve is linear and its slope is called the "tunnel calibrat- 


о тастот ", 
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C. CALCULATIONS 


арэ. 
(ст H,O) 
10 
20 
30 
39 


б. 
(in. H,0) 
10225 
6.65 
Bes 
ко 


Ds 
(їй. Е) 
14.07 
14.28 
14.52 
14.65 


Др. 
(in. H,0) 
3.82 
7.63 

¡as 


с 


(ст H,0) 
9.703 
19.38 

28.68 


33.78 


Slope (Fig. 26) =Ap/q = tumel calibratim factor = 1.0355 
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APPENDIX B: TUNNEL TURBULENCE FACTOR 


A. DISCUSSION 

If a sphere were tested in turbulent free air, the critical Reynolds 
number would be exactly 385,000 Ве. 18]. Тре critical Reymolds number 
15 the Reymolds number for which the coefficient of drag is equal to 
0.3 |Ref. 19] . Tne turbulence factor for any particular tunnel can be 


calculated by 


turbulence factor = 385,000 зор ВАН 
ery 
To determine the critical Reynolds number for the windtunnel used in this 


investigation the following procedures were employed: 
1. Аб 7/8 inch diameter sphere was placed in the tunnel test sec- 
tion (Fig. 22). The pressure difference was measured and recorded bet- 


ween the forward and rear taps. 


Ар = Prorward ~ Prear (avg) ед. В-2 


2. This Ap was then divided by the corrected tunnel dynamic pres- 
sure. 

3. The Reynolds number based on diameter was calculated for the 
sphere. 

4, A plot of Ap/q versus Reynolds number was generated to det- 
ermine the critical Reynolds number (Fig. 27). It has been found 
experimentally that when Ap/q = 1.22 the drag coefficient of the sphere 


is 0.3 [Ref. 12]. 
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5. The tunnel turbulence factor was then calculated as indicated 


in eq. B-l. 


B. CALCULATIONS 


1. Sphere Pressure Measurements 


AD} = АН. Prorward | Prear (avg) AD forward-rear) 
(cm НО) ar НО) een, НО) Gur НО) 
E 12.h9 10.8 1.69 
L- ара шава? 1.80 
5 11.96 19400 1.96 
6 11.90 9.98 1.92 


Е шоле Dynamic Pressure Correction 


The test section cross sectional area is (Fig. 8) 


Axe = 0.3243 (60 (Ha cm.) = P DG rn Тот, 
Тре total blockage factor is. 

Au. --d- ТИ б ҮЗ a | | 

a ie чи) О.о онч 3 Br 
Ihe corrected velocity is 

Се = Ка + EE Uu 8-5 
Substituting Au/u yields 

ез [веч ЧЧ З ци. в-е 


The corrected dynamic pressure is given by ui а 
E ey | 
Фе = K я $ (1. o0) uu = (.0094-43) ye 
5-7 
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Тһе uncorrected dynamic pressure is 





БЕРЕН | 
ще = бал Ah Са 
Substituting into eq. B-7 
бе = (1.00448) зат Ah а-а 


Dividing Ap by - 
= Ар (= Но) (ЗУУ Cin) БЕ 
с. БЕН (Era НОО 


А а | AP (an H О) 24 
N- = sp АҺ Eu udi 


б Sphere Reynolds Number Based on Diameter 





The . number is given by 

A = = = 
Rf а Ме = ЈА Јафе ERE 
=e NES (поза дао т 

where Е 
Lada фе Ена 
E зза хо“ Uran / pte B-16 
A = 8.002333 eu are ape Br 


Ши. 25T Om 5-13 
Substituting eq.'s B-15 through B-18 into eq. B-14 yields 
- 6375/1 = =Í ¿n 
Ка 3.32. xio 1 j g-« O.00 2-32 О Ah (Gm Над) г Fun 
O] 


Reducing 


Ra = +, Чое ТАН (сем Но) кле 


-27 





4. Tabular Sumary of Calculations 
Ah = ее Соме 


Др = 


ее лез т Я B-A 
Ap — 244 Ap in 44°) -I 
% АК (см ЊО E 
Вас 176,106 J| AN (e Hao) Eus 


(em EDO) (in. E50) 


3 1.69 1.370 254,448 
у. 1.80 1.098 293,812 
5 1.96 0.957 328,492 
6 аа 0.784 359,845 


5. Tunnel Turbulence Factor 
The results of theseÄp/a. and R; calculations are shown on the 
graph of Fig. 2/. From this graph, the critical Reynolds number is 
determined to be 285,000. Substituting this value into eq. B-1 yields a 
tunnel turbulence factor of 1.35. 
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APPENDIX С: FORMULA'S AND CALCULATIONS 


The aircraft model total blockage factor is 
Au 4 море кс. х-С ARE 
— € = TEST SECTION AREA 





eil O is. ге 
pe ADN RL) О. 20199-3 
Тре corrected tunnel dynamic pressure is given by 
a € 
фаза уе = IS) Pu E Ka АК (е а. О) 


where 
| T S 
Ка“ 297 


The corrected test section velocity (ft/sec) in terms of the un- 


Corrected velocity is 


therefore / 
To 2217- = / 239 СУГ) АР (ет Наг) 


converting to 1b/ft* 
2 
Be = 1.070 - лая 
Ди /.070 Ah (Cm H10) 27 BAE 
We can now calculate the corrected tumel velocity 


Qc 27$ roo) oT) JAh (Cm Ha) 
=/ гоаз (0702: 077) SHH = 299.5 туге, 


Converting to Knots yields 
(ет 939.5 (5437 (455)= /73.7 Knots 


Тре model Reynolds number based on root chord can now be calculated. 


Ra = 599,030 v AA (n O 
599030 V 33.45 
= 3 556,590 





L 
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APPENDIX D: WINDTUNNEL OPERATING PROCEDURES 


The following procedures apply to the Naval Postgraduate School 
Aeronautical Engineering Department 3.5 ft. X 5.0 ft. Windtunnel. 

1. Ensure windtunnel and test section are clear of all personnel 
and obstruction (Fig. hO). 

2. Turn switch on power panel (Fig. 41) to the 220 V position. 

3. Decrease propeller pitch fully by use of the two toggle 
switches on the control panel (Fig. 42). 

4. Press the start button on the control panel. 

5. Increase propeller pitch by use of toggle switches on control 
panel :Iimtil the desired tunnel speed and/or tunnel pressure is 
reached. The pressure differential (Ap) across the contraction cone 
can be read by use of the U-tube manometer (Fig. 43) next to the 
control panel. 

6. When tunnel operation is complete, decrease the propeller pitch 
fully by use of the toggle switches on the control panel. 

7. When prop pitch is fully decreased, push stop button. 


8. Turn 220 V switch on power panel to the off position. 
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FIGURE 29. +12 Angle of Attack Comparison 
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FIGURE 31. -8 Angle of Attack Comparison 
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FIGURE 33. -20 Angle of Attack Comparison 
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